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1. At a necting of the Sicherhoitscirektoren (security directors) in Vienna on 
20 Novenber 1950 there was discussed the request made by Minister of the Interior 
Oskar Helmer thet, by Christnas, each Land Siechcrheitscircistor dra up a plan 
to ucct all typos of emergencies ranging from mass denonstrations to outright 
hostilities, The request stated that the plan should be organized on three 
diffcrent levels to cover cicrgencies of varyinj: importance. 


2, Sup,estions made by those present at the necting wore examined on the spot in 
order to enable the Sicherheitsdirektoren to draw up their plan on an established 
basis. 


3. ALL Sichcrheitsdirektoren stated that they lacked weapons, and that the arms wiich 
were available to them wore obsolete Mannlicher '90 with a maxinun of 20 rounds 
of amaunition for each weapon. An inventory of weapons is to bo teken in each 
Land and a veapons distribution plan will be submitted with the inventory. 
Nelner is reported to have stated that an unspecified mmber of weanons have 
been placed at the disposal of reliasle Austrian officials in Carinthia by the 
oritish, but that these arms are obsolescent. 


he The Sichcrhoitsdirektoren were requested to draw up estimates of the number of 
auxiliary forces which could be crafted and equipped immediately in the case 
of emergency. It was sugested that use of the personnel of the fire depart- 
nents of cach comnutity, of forcsters, of some postal employees, an’ of the 
personnel of the hifhvay supcrvisory offices be incorporated in the plan. It 
was also sugested that small forces be organized fron selected rersonel of 
key power nlants and other vital installations, whose cuty would be to satecuard 
their particular installations in the case of emergency. 
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